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Message Text 

CONFIDENTIAL 

PAGE 01 WARSAW 01335 161607Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO OC-06 CCO-OO /024 W 

045292 161609Z/45 

PR 161458ZFEB 78 
FM AMEMBASSY WARSAW 
TO AMCONSUL FRANKFURT PRIOROTY 
INFO SECSTATE WASHDC 3341 
AMEMBASSY BONN 
AMEMBASSY LONDON 

CONFIDENTIAL WARSAW 1335 

FRANKFURT FOR OIC/RTC; STATE FOR SY/OPS/T; BONN FOR RCO; 

LONDON FOR ATP 

EO 11652: GDS 
TAGS: ASEC AFAC 
SUB J : A/C REPAIRS 

REF: (A) WARSAW 1307, (B) STATE 040601 (NOTAL) 

1 . THE BROKEN AIR CONDITIONER IS A CHRYSLER AIRTEMP MODEL 
1 104-01, 380 VOLT 3-PHASE UNIT. 

2. UR CURRENT BREAKDOWN STARTED WHEN THE UNIT BEGIN FREEZING 
FREQUENTLY. AFTER A BRIEF PERIOD THIS PROBLEM SEEMINGLY 
DISAPPEARED AND FOR SEVERAL DAYS THE CHILLER FUNCTIONED WELL; 
THEN, THE AIR CONDITIONER BEGAN CONTINUOUSLY TRIPPING THE MAIN 
POWER BREAKER. BY DISCONNECTING AND EXAMING ALL COMPONENTS WE 
FOUND THAT EVERYTHING IS WORKING EXCEPT THE COMPRESSOR. 

3. NOW THE UNIT IS FORCING COOL, OUTSIDE AIR INTO THE 
ENCLOSURE (REF A) BY USING THE EXHAUST FOR THE CONDENSER 
COIL. THE COMPRESSOR IS DISCONNECTED. 

4. WE HAVE ON HAND REFRIGERANT-22 BUT NO CHARGING OR TEST 
CONFIDENTIAL 
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EQUIPMENT. 

BROWN 
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